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January 8, 1891 

To Custodian 
Received 

Commercial Ice Co. 

300 pounds Ice Ginl. Dept. 

Edison Electric Light Co. 

6. - 32 - Candle Lamps 
6-16-“ 

Excelsior Brick Co. 

40. Enameled Brick = Brown 
10. “ “ = White 

Raller and Shormaker 

50. pounds Metalic Brow into Oil 

E.A. Hollis 

1. grop Elat Head Brass Sereny 

2. Gall Closet Locks 

2. pairs 2 lease Brass Bulls 
4. 3 X 3 - fast joints - Brass Butty 
6. Brass Sash lifts 
10. pounds 5” Spikes 
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Custodian Mac Lane 



